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CLASSBOOK 


1970-1971 
FERNDALE JUNIOR HIGH 
SCHOOL 
High Point, North Carolina 


Mr. Robert McGowan — Dean 


Mr. Gaither Frye — Principal 


Mrs. Barbara Winchell and 
Mrs. Sandra York — Secretaries 


Spanish Club French Club 


Ecology Club Junior Pointer Staff 
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Girl’s Chorus Ninth Grade Cheerleaders 
Eighth Grade Cheerleaders Cafeteria Workers 


MR. KEARNS — GRADE 9 
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MISS BODENHAMER — GRADE 9 
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MRS. COLLINS — GRADE 9 
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MR. NICHOLSON — GRADE 9 


MRS. McLEAN — GRADE9 
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PARKS — GRADE 9 
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MISS McIVER — GRADE 9 - 


MISS ADAMS — GRADE 8 


: SMITH — GRADE8 
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MRS. MOORE — GRADE 8 . 


MRS. BEAMON — GRADE 8 
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MISS STANTON — GRADE 8 
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MRS. ALLEN — GRADE 8 
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MRS. KIMREY — GRADE 8. 


MR. CARROLL — GRADE 8 
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MR. YARBROUGH — GRADE 7 


MR. MOSELEY — GRADE 7 


MRS. HESTER — GRADE 7 - 


MISS COLEY — GRADE7 
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MISS KNOX — GRADE 7 


MR. McADOO — GRADE7 
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MISS CARTER — GRADE 7. 


MRS. HAYWORTH — GRADE 7 
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MISS BETTS — GRADE7 
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MR. CLIFTON — GRADE 7 


